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Louise Q.  Symons
United  States Steel Corporation
600 Grant Street,  Room 1580
Pittsburgh, PA    15230

Clifford Kesanen,  Safety Chairman
United Mine Workers of America
Local 1938

307 First Street North
Virginia, Minnesota    55792

Michael McCord,  Esq..
Office  of the Solicitor
U.S. Department of Labor
4015 Wilson Blvd.
Arlington, Virginia    22203

Administrative Law Judge James Broderlck
Federal Mine Safety & Health Review Commission
5203 Leesburg Pike,   10th Floor
Falls Church, Virginia    22041
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